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Message Text 


TAGS: BENC, CE 

SUBJECT: MAJOR PROJECT: OXYGEN-NITROGEN PLANT FOR 
CEYLON OXYGEN 


REF: A) COLOMBO 1112, B) STATE 075011, C) COLOMBO 1417, 

D) STATE 84420 

SUPERIOR AIR PRODUCTS HAS ASKED IF EMBASSY COULD CHECK 
ON STATUS OF ITS PROPOSAL ON SUBJECT PROJECT, PER REF D. 
COMPANY HAS HEARD NOTHING DIRECTLY FROM CEYLON OXYGEN, 
ALTHOUGH OTHER SOURCES HAVE SAID PROJECT IS MOVING 
AHEAD. FYI: AIR PRODUCTS AND CHEMICALS (REF B) HAS 
HEARD FROM CEYLON OXYGEN THAT ORIGINAL TENDER WAS 
CANCELLED, AND PROJECT IS TO BE RETENDERED THIS MONTH. 

CAN EMBASSY FIND OUT WHAT HAPPEND TO SUPERIOR 
PROPOSALS, COPY OF WHICH SENT TO EMBASSY, AND WHEN 
NEW TENDER EXPECTED? 
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